
El Monte Union High School District 
3537 Johnson Avenue 
El Monte, Ca91731 

Designation of Subcontractors 

BID NO. 2017-18(B4) 

Installation of District-Owned 
Surveillance Cameras and 
Wireless Access Points Districtwide 
(Bid Packet Section 00260) 


Bidder must list hereinafter the name and location of each subcontractor who will be employed, and 
the kind of Work that each will perform if the Contract is awarded to the Bidder. Bidder 
acknowledges and agrees that under Public Contract Code section 4100, et seq., it must clearly set 
forth below the name and location of each subcontractor who will perform work or labor or render 
service to the Bidder in or about the construction of the Work in an amount in excess of one-half of 
one percent (1/2 of 1%) of Bidder’s total Bid, and that as to any Work that Bidder fails to list, Bidder 
agrees to perform that portion itself or be subjected to penalty under applicable law. 

In case more than one (1) subcontractor is named for the same ki nd of Work, state the portion that 
each will perform. Vendors or suppliers of materials only do not need to be listed. 

If further space is required for the list of proposed subcontractors, additional sheets showing the 
required information, as indicated below, shall be attached hereto and made a part of this document. 

Subcontractor Name: _Trade:_ 


Business Address:, 


State 

Percentage of Project Scope:_License No. 

Department of Industrial Relations (DIR) Registration Number (SB854):_ 


Zip Code 
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Subcontractor Name:_Trade: 

Business Address:_ 


State 

Percentage of Project Scope:_License No. 

Department of Industrial Relations (DIR) Registration Number (SB854):_ 


Zip Code 


Subcontractor Name:_Trade: 

Business Address:_ 


State 

Percentage of Project Scope:_License No. 

Department of Industrial Relations (DIR) Registration Number (SB854):_ 

Subcontractor Name:_Trade:_ 


Zip Code 


Business Address:. 


State Zip Code 


Percentage of Project Scope: 


License No. 


Department of Industrial Relations (DIR) Registration Number (SB854): 


An inadvertent error in listing the California contractor license number provided, pursuant to AB44, 
shall not be grounds for filing a bid protest or grounds for considering the bid non-responsive if the 
corrected contractor’s license number is submitted to the public entity by the prime contractor within 
twenty-four (24) hours after the bid opening and provided the corrected contractor’s license number 
corresponds to the submitted name and location for that subcontractor. 
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If the correction is not made within the twenty-four (24) hour grace period, the bid will be 
considered non- responsive. 


Date: 

Proper Name of Bidder: 
Signature: 

Print Name: 

Title: 


END OF DOCUMENT 
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